EVA - EMS 
Test Report On Energy Consumption 
Can, Bottle, Snack, Confectionery & Food Machines 


Machine Information: 

NOTE: if any section is not applicable then place N/A in the appropriate box 


Machine Type 

STARFOOD 1 0/0-1 0-0/UK 

Manufacturer 

NETCTA VENDING SOLUTIONS 

Model Number 

9F96400000 

Serial Number 

12800490 

Compressor Power 

Electrolux GR18TB 

Location Classification (Circle 

Indoors 

One) 


Test Date 

11/09/2001 


Test Conditions 


Machine Temperature ( x° C) see 3.4.3 

3X 

Ambient Test Temperature ( x° C) 

20 °C 

Ambient Test Humidity ( % ) 

60% 

Note: If machine is for outdoor use tfien test protocol defines a test ambient of 32°C 

Energy measurements 




Idle Measurements 

IM 

1212 

Wh 

Vending Measurement * 

VM 

430 

Wh 

Re-Load And Pull Down Measurement 

PD 

1246 

Wh 


* CONFIGURAZIONE D.A. : 10 DISCHI /180 SETTORI (DURATA TEST 45 MINUTI/90 SELEZIONI) 


Test Performed By: Eugenio Belotti 


Signed: 

Date : 11/09/2001 


